AMENDMENT NO. 1 AUGUST 2023 
TO 
IS 2080 : 2021 STABILIZED HYDROGEN PEROXIDE — SPECIFICATION 
( Second Revision ) 
(Page 2, clause 5.1.2.1, line 8) — Delete the following sentence: 
‘For Grades 1 and 2, the maximum capacity of the containers should be 2 litres, when hermetically sealed.’ 
(Page 2, clause 5.1.2.1) — Substitute last line of the paragraph ‘Grade 5 and 6 when packed in containers 


without valve or vent.’ for ‘Grade 5 and 6 may be packed in suitable containers like small bottles/carboys/barrels 
with/without vent.’ 
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